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12 November 1953 


MEMORANDUM FOR: Colonel White 


1 . Examination of the Personnel Office On-Duty Strength 
Report as of COB 6 November 1953 shows that the following 
components exceeded authorized ceiling: 


Component 


DCI 

General Counsel 

Logistics 

DD/P 

PP 

EE 

WH Division 
ONE 
00 

IAB 



Number Over 
Ceiling 

8 

2 25X9A2 

18 

9 

23 

160 

7 

1 

2 

17 


2 . Although individual components within DD/A, DD/l, and 
DD/P exceed their authorized ceilings, each of these three major 
components is below celling on an over -all basis. 
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